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Now a one-stop Western source for 
materials handling products and services. 


Immediate service on all types and capacities of conveyors and 
stacking equipment from a single item to a computerized turnkey system. 


e LOCAL WAREHOUSE STOCKS 
e LOCAL ASSEMBLY AND FABRICATION 


e EXPERT INSTALLATION AND SERVICE 
e ENGINEERING & CONSULTING SERVICES 
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OVERHEAD CONVEYORS 


CHAINVEYOR versatile powered 
and combination power/free 
overhead conveyor systems. 


UNIT HANDLING 
WESTERN 


Hewitt-Robins, Incorporated, A Division of Litton Industries 
2041 Davie Avenue, Los Angeles, Calif. 90022 ¢ Phone: (213) 723-4741 
27451 Industrial Blvd., Hayward, Calif. 94545 + (415) 783-5838 


CONVEYOR SYSTEMS 


HEWITT-ROBINS light and 
heavy-duty wheel, roller, rail, 
belt, and slat conveyor 
components and systems. 


PALLETIZERS 

VON GAL automatic stacking- 
unstacking equipment. 
Palletizers with speeds up to 60 
cases per min 


If you now have, or anticipate, a need for materials 
handling equipment, orwish design andengineering 
counsel for an entire system, contact Unit Handling 
Western, an organization established exclusively 
to serve the needs of Western Industry. 


WESTERN MANUFACTURING 








